Cathedral  of  the  Pines,  Rindge,  N.  H. 
Independence  Day  1953 
Governor  Gregg  of  New  Hampshire  placing  Presi- 
dent Dwight  D.   Eisenhower's  wreath  at  the  Altar 
of  the  Nation.   Roses   on   Altar  tributes   of  every 
Governor  of  the  48  States. 
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